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The following related manuals are optionally available from the Motorola 
Literature Distribution Center, 616 West 24th Street, Tempe, AZ 85282, 
telephone (602) 994-6561: 
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M68KRI0DRV/D1 
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Refer also to the DOCUMENTATION PRICE SCHEDULE, M68DPS/DD, for a complete 
list of all Motorola Microsystems documentation and ordering information. 
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